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Remove 
MSDS line 


Locatioit: Lederle Graduate Research Center 125 Flam Storage 
Additioital Information: Radioactive Materials: 14Carbon 3H 32P 

Special Instructions: 

MSDS Location: 


Last Undated On: 03/20/06 


Spill Kit Location: 


Emeiigency Contact 

Bechta, Theresa 

Department 

Environmental Health and Safety 

Office 

■LGRC 126 

Office Phone 

• 413-577-3632 

Home Phone 

1413-323-6991 il 

Bruno, Arianna 

Environmental Health and Safety 

i 126 Lederle, Graduate Research Tower 

(413)577-3635 

: (41^687-5583 ji 

Fields James 

: Environmental Health and Safety 

i Environmental Services 

413 545-2682 

1413 548-9232 I: 

Six Lines of Contact Info 
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